From: 

Hanchett, James (DPH) 

Sent: 

Thursday, February 16, 2012 1:54 PM 

To: 

'telecommac@oit.umass.edu' 

Subject: 

RE: MORRILI, RM N449 

Thanks, 


Jim 



-Original Message- 

From: MARYM@OIT.UMASS.EDU [ mailto:MARYM@0IT.UMASS.EDU 1 
Sent: Thursday, February 16, 2012 1:08 PM 
To: Hanchett, James (DPH) 

Subject: MORRILI, RM N449 

Jim, phone 5-5992 was upgraded to a 4220. This is part of the 601 phone upgrade project that is needed since our phone 
upgrade, Whenever we move a 601 phone, we automatically upgrade it at no additional charge to the dept, for the 
equipment itself. 

Mary 
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